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ORIGIN SS-25 

INFO OCT-01 ISO-OO /026 R 

DRAFTED BY EA/LC:BKIRKPATRICK:JLB 
APPROVED BY ITF:LDBROWN 
EA/LC:LMRIVES (DRAFT) 

EA/TB :FJTATA (DRAFT) 

ORM : LWIESNER 

IATF:PBORG 

S/S-Q:RKUCHEL 

010613 

P 030144Z MAY 75 
FM SECSTATE WASHDC 
TO AMEMBASSY BANGKOK PRIORITY 
INFO USMISSION GENEVA PRIORITY 

CONFIDENTIAL STATE 10391 1 

STADIS////////////////////////////////////////////////////// 

EXDIS 

E.O. 11652: GDS 
TAGS: SREF, CB, TH 

SUBJECT: CAMBODIAN EVACUEES IN THAILAND 

REF: BANGKOK 7858 AND PREVIOUS 

FOR CHARGE MASTERS FROM AMBASSADOR BROWN 

THIS MESSAGE IS TO ASSURE YOU THAT WE ARE WORKING ON THE 
PROBLEM OF CAMBODIAN REFUGEES IN THAILAND WHO WERE NOT 
EVACUATED BY THE USG, BOTH WITH THE CONGRESS AND WITH THE 
UNHCR. SHOULD THERE BE ANY SIGN THAT THE RTG ACTUALLY 
INTENDS TO EXPEL OR REPATRIATE FORCEABLY ANY CAMBODIAN 
REFUGEE YOU SHOULD NOTIFY THE DEPARTMENT IMMEDIATELY. 
UNHCR HAS COMMITTED ITSELF TO PROTECT THESE REFUGEES 
AGAINST FORCIBLE REPATRIATION. IN THE MEANTIME WE ASK 
CONFIDENTIAL 

PAGE 02 STATE 103911 

THAT YOU HANG ON AND CONTINUE THE EXCELLENT WORK YOU HAVE 
DONE SO FAR ON THIS PROBLEM. KISSINGER 

CONFIDENTIAL 
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Message Attributes 


Automatic Decaptioning: Z 

Capture Date: 26 AUG 1999 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: EVACUATIONS, REFUGEE RESETTLEMENT 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 03 MAY 1975 

Decaption Date: 28 MAY 2004 

Decaption Note: 25 YEAR REVIEW 

Disposition Action: RELEASED 

Disposition Approved on Date: 

Disposition Authority: ElyME 
Disposition Case Number: n/a 
Disposition Comment: 25 YEAR REVIEW 
Disposition Date: 28 MAY 2004 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1975STATE10391 1 

Document Source: ADS 

Document Unique ID: 00 

Drafter: EA/LC:BKIRKPATRICK:JLB 

Enclosure: n/a 

Executive Order: 1 1 652 GDS 

Errors: n/a 

Film Number: D7501 55-0852 
From: STATE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1975/newtext/t1 975051 01 /baaaairj. tel 

Line Count: 55 

Locator: TEXT ON-LINE, TEXT ON MICROFILM 
Office: ORIGIN SS 

Original Classification: CONFIDENTIAL 
Original Handling Restrictions: EXDIS 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: 

Previous Classification: CONFIDENTIAL 
Previous Handling Restrictions: EXDIS 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: ElyME 
Review Comment: n/a 
Review Content Flags: 

Review Date: 23 JUN 2003 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <23 JUN 2003 by BoyleJA>; APPROVED <31 OCT 2003 by ElyME> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
05 JUL 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 

Status: <DBA CORRECTED> jms 971006 

Subject: n/a 

TAGS: SREF, CB. TH, UNHCR 
To: BANGKOK INFO GENEVA 
Type: TE 
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